To:  Poetter,  Joe[poetter.joe@epa.gov] 

From:  Williams,  Laura 

Sent:  Sun  8/23/2015  4:34:50  PM 

Subject:  Fw:  ERRS  Support  for  Gold  King  Mine 


From:  Williams,  Laura 

Sent:  Sunday,  August  23,  2015  10:28  AM 

To:  Sandoval,  Joni 

Subject:  ERRS  Support  for  Gold  King  Mine 


Hey  Joni,  Happy  Sunday! 


Joe  Poetter  has  updated  me  that  we  are  nearing  the  $500,000  cost  ceiling  on  the  Gold 
King  TO  ($461 K spent).  We  need  to  add  an  additional  $500K  to  the  TO  please.  We  will 
be  requesting  additional  funds  from  HQ  today  and  tomorrow  to  replenish  our  ER  reserve 
so  we'll  be  able  to  respond  to  emergencies  through  the  end  of  the  fiscal  year.  Call  if  you 
have  any  questions.  Thank  you,  Iw 


Personal  Phone/Ex.  6 


cell  phone 


1787215 


ED  000552B  00070841-00001 


